ETag: "854a2cfd9942f4ec175293c608c9e74e"
accept-encoding: identity
authorization: LOW BqkdJkc8PJ1YqV61:REDACTED_BY_IA_S3
connection: close
content-length: 1693
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 42:2000e Job Discrimination (Employment)
x-archive-meta-case-name: Zayas v. Rockford Memorial Hospital
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ilnd
x-archive-meta-docket-num: 3:11-cv-50290
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Civil Rights: Jobs
x-archive-meta-pacer-case-num: 260929
x-archive-queue-derive: 0
x-upload-date: 2013-06-26T09:09:23.000Z
